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Message Text 

CONFIDENTIAL 

PAGE 01 ABIDJA 06175 281708Z 
ACTION SY-05 

INFO OCT-01 AF-10 ISO-OO FBOE-OO A-01 /017W 

069857 290551Z/21 

R 281530Z JUN 78 
FM AMEMBASSY ABIDJAN 
TO SECSTATE WASHDC 9415 
AMCONSUL FRANKFURT 
INFO AMEMBASSY ACCRA 
AMEMBASSY NAIROBI 

CONFIDENTIAL ABIDJAN 6175 

FOR: DEPT FOR A/SY/OPS/T, FRANKFURT FOR OIC/RTC, 

ACCRA FOR PSO, NAIROBI FOR OIC/RTC; FROM TSO 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: ACCRA ACR RELOCATION AND EXPANSION PROJECT 
REF: (A) STATE 151246, (B) ABIDJAN 6011 (NOTAL) 

1 . TSO HABENICHT REPORTS THAT POST IS STILL WILLING TO 
UNDERTAKE RELOCATION AND EXPANSION PROJECT, HOWEVER, THEY 
DESIRE THE REDUCED PARENT ROOM SPACE REQUIREMENTS 
AFFORDED BY THE USE OF THE YET UNAVAILABLE TRANE A/C UNIT. 

2. AN ELECTRICAL DISTRIBUTION PANEL HAS BEEN RELOCATED 
OUT OF THE PROPOSED PARENT ROOM. OTHER PREPARATIONS 
HAVE NOT BEEN STARTED. 

3. POST PERSONNEL AND RESOURCES ARE PRESENTLY COMMITTED 
TO SEVERAL OTHER MAJOR PROJECTS INCLUDING EXPANSION AND 
RENOVATION OF CCC, CONSTRUCTION OF NEW BUILDING FOR 
TWO GENERATORS AND NEW TELEPHONE SWITCHING EQUIPMENT, 

AND CONSTRUCTION OF A TRANSFORMER STATION TO PROVIDE 
ADEQUATE ELECTRICAL SERVICE TO THE CHANCERY. 

CONFIDENTIAL 

CONFIDENTIAL 
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4. SINCE SITE WORK CANNOT RPT NOT START FOR SEVERAL 
MONTHS, IT IS REQUESTED THAT THE EXPANSION BENTS 
BE HELD IN FRANKFURT SINCE SUITABLE STORAGE IS NOT 
AVAILABLE AT POST. 

5. FIVE CRATES CONTAINING ACR FURNISHINGS HAVE BEEN 
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RECEIVED IN ACCRA AND ARE STORED AT THE ANNEX. 

6. IT IS STILL DESIRED TO REPAIR THE EXISTING 
CHRYSLER A/C UNIT IF IT IS POSSIBLE TO GET A NEW 
COMPRESSOR THRU THE DEPT. UNIT IS CHRYSLER AIR TEMP, 

MODEL 1 104-013, SERIAL 54B0226. CHRYSLTER COMPRESSOR 
NEEDED IS MODEL 3003-063, SERIAL 54B0226, PART 
NUMBER 202535 1 . 220 VOLTS, 3 PHASE, 50 HERTZ. 

7. TSO STEVENS HAS DEPARTED POST ON HLT AND TSO 
HABENICHT IS THE NEW PROJECT LEADER. A NEW DRAWING 
SHOWING THE INSTALLATION OF THE TRANE A/C UNIT 
WILL BE PREPARED. 

STEARNS 
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